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UNITED STATE 


Office Memorandum 


to : Acting Director of Central Intelligence 


STAT 



FROM 


W S 


Office of the Director /Planning and Coordination Staff 
SUBJECT: Memorandum to NSC 

REF. : IAC-D-82/2 (Attached) 

All agencies having concurred in referenced document, it 
would seem appropriate to dispatch subject memorandum. The 
IAC agencies will be notified of NSC action by circulation of 
lAC-iD-82/3. 


Recommend signature. 


StAT 
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AUG 1954 


MSSiOgAKfiOM TOMS Mr. James A, JLay, 

■Lxecetiv* i»tercUty 
National Security Cewdi 

SUBJECT: Diaseralnatien of National 

Intelligence to the USIA 


i. Ik« Director of Central Intelligence has recently 
transmitted to the Director of th# United States Information 
Agency the report el a survey (undertaken by Mr. Dullee* 
representative# at Mr. Streibert*# request) of th* intelllfeace 
needs and aaaata of the lislA. 


4* One of tbe survey*# recommendations, which 
Mr. Dalle* ha* approved and in which the UC Agencies concur, 
is that National intelligence he disseminated to the USIA. 

J. National Security Connell intelligence Mr active No, 1 
provides in part {paragraph h) that **the Director of Central 
Intelligence shall disseminate Netienet Intelligence te. . . such 
governmental departments and agencies as the National 
security Council from time te time may designate. ** 

4, Accordingly, it is recomm ended and requested that tee 
Council designate the U31A ee e governmental agency to which 
the Director of Central Intelligence shall disseminate National 
Intelligence. 


C, P. CABSUU 

Lieutenant General. USA i 
Acting Director 

PCS:RDP:KM <1? August 1954) 
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